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The transport of polymers with folded configurations across membrane pores is in- 
vestigated theoretically by analyzing simple discrete stochastic models. The translo- 
cation dynamics is viewed as a sequence of two events: motion of the folded segment 
through the channel followed by the linear part of the polymer. The transition rates 
vary for the folded and linear segments because of different interactions between the 
polymer molecule and the pore. It is shown that the translocation time depends 



' non-monotonously on the length of the folded segment for short polymers and weak 

external fields, while it becomes monotonous for long molecules and large fields. Also, 



there is a critical interaction between the polymers and the pore that separates two 



T3 ' dynamic regimes. For stronger interactions the folded polymer moves slower, while 

^ ■ for weaker interactions the linear chain translocation is the fastest. In addition, our 

calculations show that the folding does not change the translocation scaling proper- 
> : t,es of the polymer. These phenomena can be explained by the .nterplay between the 

■ translocation distances and transition rates for the folded and linear segments of the 

polymer. Theoretical results are applied for analysis of experimental translocations 

OO ^ 

O I through solid-state nanopores. 

o 

> 

• 1—1 

X 



2 



I. INTRODUCTION 

The motion of polymer molecules along channels is essential for many physi- 
cal, chemical, biological and industrial processes, such as DNA and RNA trans- 
port across nuclear pores, viral infection, gene therapy and protein translocation via 
cellular membranes. ^'^ Recent experimental advances, that allowed to investigate the 
translocation of polymers with a single-molecule piecision,—^^^^'^^'^'^'^'^'^'^^^^'^^'^^^ 
stimulated multiple theoretical and numerical studies of transport across the 
nanopores.— '2^'2^'2^i2^'2^i21i2^i2£i2Si2ii^i^i2ii^i^i2Ii^i2£d2ili However, our understanding of fun- 
damental processes underlying the translocation phenomena is still quite limited. 

Most of experimental studies of polymer translocation are performed using a-hemolysin 
pores embedded in lipid bilayer membranes. -'^'^'^'^'^>^»^>^>^>^ Although protein channels 
provide a convenient method of investigation of the polymer transport, there are several lim- 
itations in application of this approach. Because the protein channels are slowly diffusing 
along membranes, the time of experimental measurments is typically limited. In addition, 
a-hemolysin are stable only for specific ranges of voltages, temperatures, PH and concen- 
trations of different chemical compounds. To overcome these problems, artificial solid-state 
nanopores with controlled pore size and stability for wide range of external conditions have 
been developed and successfully applied for studying polymer translocation.— i^i^i^i^ 

In a typical translocation experiment the polymer is driven through the nanopore by 
external electric field that helps it to overcome the entropic barrier.- Because the diame- 
ter of narrow part of a-hemolysin is less than 2 nm, only single-stranded DNA and RNA 
molecules can thread through these protein channels. At large voltages it was shown that the 
translocation time r is proportional to the size of the polymer N, i.e., r ~ N.— The experi- 
mental observations for the systems with synthetic nanopores are rather different.— >i^ii^>i^i^ 
The most reliable data currently can be obtained for solid-state pores with diameters rang- 
ing from 5 to 15 nm, that allow translocation of double-stranded DNA molecules, although 
smaller diameter channels have also been utilized.— Because the diameter of solid-state pores 
is relatively large, it was observed recently^ that the polymer can move through the pore not 
only in the linear fashion but also in different folded states. In addition, the translocation 
time at large external fields scales as r ^ A^" with a = 1.27±0.03.— It was suggested that 
this behavior can be explained by hydrodynamic drag on the segments of the polymer out- 
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side of the pore.— Although the motion of folded polymers through the nanopores has been 
observed experimentally,— the theoretical description of this phenomenon is not available. 

In this paper we investigate the translocation dynamics of polymers with folds using 
simple discrete stochastic models. We analyze how the presence of folding configurations 
affects the overall translocation dynamics and scaling properties. Our theoretical method is 
an extension of the approach developed recently for analyzing the translocation of inhomo- 
geneous polymers. The paper is organized as follows. The details of the model are given 
in Sec. II, the results of theoretical calculations are presented and discussed in Sec. Ill, and 
Sec. IV provides a summary and conclusions for our theoretical approach. 

II. OUR MODEL 

We consider a motion of the single polymer molecule with monomers across the mem- 
brane pore as shown in Fig. 1. It is assumed that the polymer can translocate as a linear 
chain or in the configuration with a single fold, and during the translocation the length of 
the folded segment is constant. Experimental results indicate that the transport of poly- 
mers with multiple folds (more than one) is negligible, at least for currently used solid-state 
nanopores,— and we neglect this possibility. Each monomer has an effective charge g, and 
the polymer is driven through the nanopore by external electrostatic field V. To describe 
the part of the polymer in the folded state we introduce a parameter A {0 < A < 0.5) that 
specifies that the number of monomers in the folded segment to be 2 AN: see Fig. 1. When 
A = the linear unfolded chain moves across the pore, while for A = 0.5 the whole polymer 
molecule is in the folded state (folded at the middle of the chain). We also assume that the 
length of the nanopore is small so that only one (for the linear chains) or two (for the folded 
segments) monomers can be found inside the channel. This approximation is valid for the 
polymers with contour length much larger than the nanopore length. However, it was shown 
earlier that the effect of the nanopore length is important for translocation pro cesses, -"^"^ 
and it can be easily incorporated in our theoretical approach. In experiment8^>22 the external 
voltages are typically large, then as soon as the polymer enters the pore it has a very low 
probability of escaping back. That is why in this paper we neglect the exit back processes 
for translocating polymers.— 

When the polymer with folds moves across the membrane, first the folded segment translo- 
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cates and then the hnear part goes through the nanopore (see Fig. 1). Let us define Pk{t) 
as a probabihty to have k translocation events at time t. It is important to note that the 
parameter k is generally different from the number of translocated monomers. When the 
folded segment moves through the pore, at each translocation event two monomers are moved 
across the membrane, forward or backward. For linear segment during each event only one 
monomer is moved through the channel. Then the dynamics of the system is described by 
a master equation, 

dPkit) 



dt 



Uk-lPk-l{t) + Wk+lPk+l{t) - {Uk + Wk)Pk{t), (1) 



where parameters Uk and Wk specify the transition rates to move the polymer molecule by 
one translocation event in the forward or backward direction, respectively. These rates are 
related by detailed balance conditions, 

exp[-(3{Fk+,-Fk)]=exp[-f3AFk], (2) 



Wk+l 

with Fk corresponding to a free energy of the polymer after k successful forward translocation 
events (the number of translocated monomers can be larger), and (3 = l/ksT. 

The free energy of the polymer during the translocation process can be written as a sum 
of two terms, entropic and electrostatic. 



k,entr 



- + Pk,elec- (3) 



However, theoretical calculationa^^'^'^ show that the entropic contribution is much weaker 
than the electrostatic free energy at large external electric fields used in experiments,-'^^ 
and it will be neglected in our theoretical calculations. The folded segments of the polymer 
molecule contribute even less into the entropic free energy, supporting the validity of this 
approximation. Because the translocating polymer consists of two blocks, folded and linear, 
the free energy will be different depending on what segment is currently in the pore, 

-2fcgV, for k < NA; 

(4) 

-kqV - qVAN, for k > NA. 

In order to calculate the dynamic properties of translocating polymers we should have 
explicit expressions for the transition rates Uk and Wk- However, the detailed balance condi- 
tions ([2]) provide us only the ratio of these rates. By introducing a parameter (0 < < 1), 
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that specifies the distribution of free energy difference between the forward and backward 
transitions, the rates can be written in the following form, 

Uk = Dk exp[-(3eAFk], Wk+i = Dk+i exp[/3(l - 9)AFk)], (5) 

where Dk corresponds to transition rates when AFk = 0. Because the polymer molecule 
interacts stronger with the nanopore when the folded segment translocates through the 
membrane we assume that 

f BD, for k < NA; 
Dk={ ' (6) 
y D, for k > NA. 

The parameter B measures relative interaction strength with the pore for the folded and 
linear segments. One can expect that the narrower the diameter of the nanopore, the 
stronger deviation of B from unity. Then, utilizing the expressions for the free energy (jlj), 
the translocation rates for the folded segment are 

Uk = B exp[pe2qV], Wk+i = Bexp[p{9 - l)2qV], for k < NA, (7) 

while for the linear part the corresponding equations are given by 

Uk = exp[p9qV], Wk+i = exp[/5(^ - l)qV], for k > NA, (8) 

In experiments the translocation of the polymer is associated with current blockages of 
other ions in the system, and it is described by translocation times r. In our theoretical 
approach these times are associated with mean first-passage times to cross the channel,— 
and they can be calculated explicitly for different sets of parameters. The mean first-passage 
time generally depends on the parameters A, B, the external voltage V and the size of the 
polymer A^. For the discrete stochastic model described by Eq. ([1]), the standard expression 
for the mean first-passage time yields^i^ 

M ^ M-1 ^ M i 
fc=l k=l i=k+l j=k+l ■' 

where M = N{l—A) is the translocation distance for the polymer with folded configurations, 
and it gives the maximal value for the parameter k. 
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III. RESULTS AND DISCUSSION 

The explicit expression for the translocation times through the nanopore can be obtained 

by substituting Eqs. (IHl) and ([7]) into the general expression ([9]), 

NAexp{-2e(3qV) N{1 ~ 2A) exp{-e(3qV) 
B{1- exp{-2(3qV)) ^ (1 - exp{-(3qV)) 
exp (-(1 + 9)pqV) [exp {-N{1 - 2A)pqV) - 1] 

{l-exp{-PqV)f 

exp {-{26 + l)f3qV) [1 + exp {-(3qVN) - exp {-2(3qVNA) - exp (-(1 - 2A)f3qVN)] 

B{1- exp{-(3qV)) (1 - exp{-2(3qV)) 
^ exp (-2(1 + e)(3qV) [exp{-2NA(3qV) - 1] 

B {1 - exp{-2(3qV)f ' ^ ' 

The translocation time of the linear polymer without folds {A = 0) is given by a simpler 

expression, 

_ Nexp{-e(3qV) exp (-(1 + e)(3qV) [exp{-N(3qV) - 1] 
""^ " 1 - exp{-(3qV) + ^i_exp{-PqV)f ' ^ ^ 

while the passage time for the fully folded polymer {A = 0.5) can be written as 

0.5N exp{-2e l3qV) exp {-2{1 + e)(3qV) [exp{-N(3qV) - 1] 
'^^ ~ B {1 - exp{-2f3qV)) ^ B {1 - exp{-2PqV)f ' ^ ' 

Since we consider the motion of uniformly charged polymers, then it can be assumed that 

any monomer has equal probability to be captured by the nanopore. Then the probability 

for the polymer to be found in one of N possible configurations is the same. Averaging out 

over this uniform distribution, i.e., integrating over the variable < A < 0.5, leads us to 

the mean passage time through the nanopore for the given polymer size N, 

Nexp{-2e(3qV) Nexp{-e(3qV) 



45(1 - exp{-2(3qV)) 2(1 - exp{-(3qV)) 
exp (-(1 + e)/3qV) [1 - exp{-f3qVN) - /3qVN] 

(3qVN{l-exp{-(3qV)f 
exp (-2(1 + e)/3qV) [1 - exp{-/3qVN) - (3qVN] 

+ - - ' ~ - - - n2 



+ 



BpqVN (1 - exp{-2f3qV)y 
exp (-(1 + 2e)PqV) \l + exp{-PqVN) + ^ (exp {-PqVN) - 1) 



B{l-exp{-f3qV)){l-exp{-2(3qV)) ' ^^^^ 

Experimental measurements of the capture position along the polymer chain in solid-state 
nanopore translocations^^ support the assumption of the uniform distribution of fold loca- 
tions. However, at experimental conditions linear (unfolded) configurations appear 10 times 
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more frequently, and for large DNA the fully folded configuration {A = 0.5) is also twice 
more probable. This last observation can be explained by a tendency of DNA to make circu- 
lar molecules.— Our theoretical approach can easily takes into account these more realistic 
distributions of the folding configuration in the polymer translocation. 

The results of theoretical calculations for the relative translocation times t/tq as a func- 
tion of the length of the folded segment A are shown in Fig. 2. When the motion of the folded 
segment is significantly hindered due to large interactions with the nanopore {B = 0.01 in 
Fig. 2a), the polymers with folded states generally spend more time in the pore than the un- 
folded molecules. It is interesting to note a non-monotonous behavior of translocation times 
for relative small polymer sizes and weak external fields (A^ = 10, l3qV = 0.1 in Fig. 2a). 
This can be explained by considering the details of the translocation process for the folded 
and linear configurations. The folded segment of the molecule moves slower than the linear 
part, however the translocation distance M decreases with increasing A, M = N{1 — A). 
Thus for A close to 0.5 the polymer with folded configurations lowers its translocation time. 
The increase in the polymer size A^ and/or the increase in the external voltage washes out 
this effect (see Fig. 2a). For large voltages the folded polymer can even spend less time 
in the channel. If the polymer interacts weakly with the nanopore (5 = 1 in Fig. 2b) the 
folded polymers always translocates faster than the linear chains because of the decrease in 
the translocation distance. 

The effect of interactions between the polymer and the nanopore on translocation dy- 
namics is shown in Fig. 3. The increase in the parameter B, that corresponds to the 
lowering the interaction with the channel, accelerates the dynamics of the polymers with 
folded configurations, as expected. The results in Fig. 3 indicate that for any fixed value of 
the parameter A there is a critical value of interaction strength B* that describes two dif- 
ferent translocation dynamic behaviors. For B < B* the linear chain is the fastest polymer 
configuration, while for B > B* the folded polymer translocates faster. The value of the 
parameter B* for given A can be found from the equation t{A) = tq. Specifically, for the 
fully folded configurations {A = 0.5) the critical parameter can be derived from Eqs. ( ITTll 
and f|T2|) . yielding 

0.5N cxp{~2e l3qV) , exp{-2{l+e)l3qV)[cxp{-NI3qV)-l] 
T^* ^ (l-cxp(-2/3gV-)) + (l-cxp(-2/3gy))" , 

~ NcKp(-ef3qV) , cxp{-(l+e)l3qV)[cxp{-NJ3qV)-l] " ^ ^ 

l-cxp(-/3gV) {l-cxp{- (3qV)f 

The value of the critical interaction depends on the size of the polymers and external 
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voltages, as illustrated in Fig. 4. In the limit of ^ 1 the dependence of B* on the 
polymer's size disappears, and the expression f|T4|) simplifies into 



^ 0.5 eM-OpQV) 

~ 1 + exp{-f3qV) ■ ^ ^ 

Then, in this limit, for 6 = 0.5 we calculate that B* ~ 0.22 for PqV = 1, and B* ~= 
0.003 and B* ~ 0.25 for i3qV = 10 and 0.1, respectively. As shown in Fig. 4a, the value 
for the critical interaction already saturates for > 40. The critical interaction is also 
independent of the polymer size in the limit of large external fields (see Fig. 4b), when 
B* ~ 0.5exp{—6i3qV). The size dependence effectively disappears for j3qV > 2 (for 6 = 0.5). 

Our theoretical predictions can be compared with experimental observations of translo- 
cation dynamics for DNA molecules of sizes 11.5 kbp and 48.5 kbp.^^ In this experiments 
the translocation times for linear and fully folded polymers have been measured. Since the 
sizes of DNA molecules are large, we can use Eqs. ( fTTj) and ( |T2i) for determination of the 
relative interaction strength between DNA and the solid-state nanopore, 

_ iTo/Tj)expi-e/3qV) 
'^"^ l + exp{-PqV) ■ ^ ^ 

The experiments indicate that tq/tj is approximately equal to 2.04 ±0.12 for the DNA with 
the length of 11.5 kbp, while tq/tj ^ 2.18 ± 0.10 for the DNA molecule with the length of 
48.5 kbp.— The fact that this ratio is almost the same for both polymers is in agreement 
with our theoretical predictions because both molecular sizes are large. The experiments 
have been performed at V = 120 mv. However, it is difficult to evaluate the effective charge 
q because of possible electrostatic screening and condensation effects.— We estimate that 
1 < PqV < 10. Then from Eq. (fT6il one can calculate the value of the parameter B that 
characterizes the interaction between the DNA molecule and the nanopore. Our calculations 
(for 6 = 0.5) yield the estimate of 0.01 < B < 0.20, suggesting that there is an interaction 
that slows the translocation of the folded part of the molecule. However this interaction is 
weak enough so that the folded polymers translocation time is similar to the linear chain at 
this external voltage, in agreement with experimental observations.— Eq. (JT6l) also implies 
that by measuring the effective interactions for different voltages it is possible, in principle, 
to estimate the value of the effective charge. 

Experiments on polymer translocation can measure the scaling properties of translocating 
polymers. It was found^^i^ii^ that the passage time has a power-law dependence, r oc A^", 
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with an exponent a = 1 for the translocation across a-hemolysin, and this observation 
agreed with some theoretical predictions.— However, surprisingly, for the transport across 
the solid-state nanopores the exponent was found to be different, a = \.TlP' It was argued 
theoretically that the hydrodynamic drag on the sections of the polymer outside of the 
nanopore can explain this result .^^ One could also suggest that the presence of the folded 
configurations might change the polymer scaling properties. Our theoretical method allows 
us to test this possibility. A dependence of the relative mean translocation time (averaged 
over all folding configurations) as a function of the polymer size N for different interactions 
between the polymer and the nanopore is presented in Fig. 5. Because the function {t)/tq 
is independent of the polymer size at large N , we conclude that folded configurations do not 
affect the scaling properties. 



IV. SUMMARY AND CONCLUSIONS 



We developed a simple discrete stochastic model to describe the translocation of polymers 
with folded configurations. This approach allowed us to obtain exact analytical expressions 
for translocation times as functions of the length of the folded segments, interaction be- 
tween the polymer and the nanopore, the polymer size and the external electric field. It 
is shown that for large interactions that significantly slow down the motion of the folded 
segments, the linear chains move faster, although the dependence on the folded fraction is 
non-monotonous for not very large polymers and external fields. If the interaction is weak, 
the folded polymers always translocate faster than the linear unfolded polymers, and this 
effect is even stronger for large external voltages. Our theoretical analysis predicts that 
there is a critical interaction that separates two translocation regimes, depending on which 
linear or folded configurations are the fastest. This critical interaction generally depends on 
the length of the polymer molecule and the external voltage, although at large and/or 
large V the critical parameter becomes independent of the polymer size. Also, theoreti- 
cal calculations support the arguments that the existence of folded configurations does not 
change the scaling properties of the polymers. These theoretical observations are explained 
by analyzing the translocation distances and speeds for different polymer configurations. 
Our theoretical results are utilized for the description of experiments on translocation of 
polymers with folded configurations. 
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Presented theoretical description of the translocation of polymers with folded configu- 
rations is based on the oversimplified model. To develop a more realistic approach to this 
complex problem several important properties should be accounted for. First of all, the 
entropic free energy contributions must be included. However, it is unlikely that qualita- 
tive predictions obtained in this work would change in this case because for the realistic 
systems the entropic contributions are relatively weak.— Much more serious is the fact 
that the translocation in this work is viewed as Markov process without memory that can 
be described by ordinary master equations. Recent theoretical and computation studies of 
polymer translocation^'^ suggest that memory effects play important role in translocation, 
at least for low external force regimes. It is possible that this non-Markovian behavior can be 
taken into account by considering continuous-time random walks approach with generalized 
master equations. However, this problem deserves a more careful investigation. Also, our 
theoretical method does not take into account the sequence dependence and hydrodynamic 
effects. It will be interesting to investigate further the translocation of polymer molecules 
with folded segments by experimental and theoretical methods. 



Acknowledgments 

The authors would like to acknowledge the support from the Welch Foundation (Grant 
No. C-1559), the U.S. National Science Foundation (Grants No. CHE-0237105 and ECCS- 
0708765). A.B.K. is also grateful to C. Clementi, M. Pasquali and D. Panja for valuable 
discussions. 



^ H. Lodish et ai, Molecular Cell Biology, 4-th ed.(W.H. Freeman and Company, New York, 
2000). 

2 A. Meller, J. Phys.: Cond. Matter 15, R581 (2003). 

^ J.J. Kasianowicz, E. Brandin, D. Branton, and D.W. Deamer, Proc. Natl. Acad. Sci. USA 93, 
13770 (1996). 

^ S.E. Henrickson, M. Misakian, B. Robertson, and J.J. Kasianowicz, Phys. Rev. Lett. 85, 3057 
(2000). 



11 



^ A. Meller, L. Nivon, E. Brandin, J. Golovchenko, D. Branton, Proc. Natl Acad. Sci. USA 97, 
1079 (2000). 

6 A. Meller, L. Nivon, D. Branton, Phys. Rev. Lett. 86, 3435 (2001). 

A. Meller, D. Branton, Electrophoresis 23, 2583 (2002). 
^ A. Sauer-Budge, J. Nyamwanda, D. Lubensky, and D. Branton, Phys. Rev. Lett. 90, 238101 

(2003). 

^ M. Bates, M. Burns, and A. Meller, Biophys. J. 84, 2366 (2003). 
1° J. Mathe, H. Visram, V. Viasnoff, Y. Rabin, A. Meller, Biophys. J. 87, 3205 (2004). 

H. Wang, J.E. Dunning, A. P.-H. Huang, J. A. Nyamwanda, and D. Branton, Proc. Natl Acad. 
Sci. 101, 13472 (2004). 

12 A.J. Storm, J.H. Chen, H.W. Zandbergen, and C. Dekker, Phys. Rev. E 71, 051903 (2005). 
1^ A. Storm, C. Storm, J. Chen, H. Zandbergen, J. Joanny and C. Dekker, Nano Lett. 5, 1193 

(2005). 

^'^ J.B. Hcng, et. al., Nano Lett. 5, 1883 (2005). 

1^ J. Mathe, A. Aksimentiev, D.R. Nelson, K. Schulten, and A. Meller, Proc. Natl Acad. Sci. USA 
102, 12377 (2005). 

16 J. Mathe, A. Arinstein, Y. Rabin, and A. Meller, Europhys. Lett. 73, 128 (2006). 

1^ T. Butler, J. Gundlach, M. Troll, Biophys. J. 90, 190 (2006). 
IS U.F. Keyser, et al. Nature Physics 2, 473 (2006). 

19 R.J. Murphy and M. Muthukumar, J. Chem. Phys. 126, 051101 (2007). 
2° C. Dekker, Nature Nanotechnology, 2, 209 (2007). 

21 W. Sung and P. Park, Phys. Rev. Lett. 77, 783 (1996). 

22 D. Lubensky and D. Nelson, Biophys. J. 77, 1824 (1999). 

23 M. Muthukumar, J. Chem. Phys. Ill, 10371 (1999). 

24 M. Muthukumar, Electrophoresis 23, 1417 (2002). 

2^ T. Ambornsson, S.P. Apel, Z. Konkoli, E.A. Di Marzio, and J.J. Kasianowicz, J. Chem. Phys. 
117, 4063 (2002). 

26 E. Slonkina, A.B. Kolomeisky, J. Chem. Phys. 118, 7112 (2003). 

27 O. Flomenbom and J. Klafter, Phys. Rev. E 68, 041910 (2003) 

28 R. Metzler and J. Klafter, Biophys. J. 85, 2776 (2003). 

29 Y. Kafri, D.L. Lubensky, and D.R. Nelson, Biophys. J. 86, 3373 (2004). 



12 



G. Lakatos, T. Chou, B. Bergersen, and G. Patey, Phys. Biol. 2, 166 (2005). 

R. Bundschuh and U. Gerland, Phys. Rev. Lett. 95, 208104 (2005). 

J. Chuang, Y. Kantor, M. Kardar, Phys. Rev. E 65, 011802 (2001). 

S.-S. Chern, A.E. Cardenas, and R.D. Coalson, J. Chem. Phys. 115, 7772 (2001). 

R. Zandi, D. Reguera, J. Rudnick, and W.M. Gelbart, Proc. Natl Acad. Sci. 100, 8649 (2003). 

A. Milchev, K. Binder, and A. Bhattacharya, J. Chem. Phys. 121, 6042 (2004). 

Y. Rabin, M. Tanaka, Phys. Rev. Lett. 94, 148103 (2005). 

M. Muthukumar and C.Y. Kong, Proc. Natl Acad. Sci. USA 103, 5273 (2006). 

S. Matysiak, A. Montesi, M. Pasquali, A.B. Kolomeisky, and C. Clementi, Phys. Rev. Lett. 96, 

118103 (2006). 

S. Kotsev and A.B. Kolomeisky, J. Chem. Phys. 125, 084906 (2006). 

J.K. Wolterink, G.T. Barkema and D. Panja, Phys. Rev. Lett. 96, 208301 (2006), 

J.L.A. Dubbeldam, A. Milchev, V.G. RostiashviU and T.A. Vighs, Europhys. Lett. 79, 18002 

(2007). 

N. G. van Kampen, Stochastic Processes in Physics and Chemistry, (Elsevier, Amsterdam, 
1992). 

P. Pury and M. Caceres, J. Phys. A: Math. Gen. 36, 2695 (2003). 
A.B.Kolomeisky and M.E.Fisher, J. Chem. Phys. 113, 10867 (2000). 



13 



Figure Captions: 

Fig. 1. Schematic view of translocation of a polymer with a folded configuration. The size 
of the polymer molecule is N, and 2 AN is the number of monomers in the folded segment. 

Fig. 2. Relative translocation time as a function of the length of the folded segment for 
different polymer sizes and different external fields: a) B — 0.01; and h) B — 1. For all 
calculations 9 = 0.5 is assumed. 

Fig. 3. Relative translocation time as a function of interaction strength between the polymer 
and the nanopore for different polymer sizes and different external fields. For all calculations 
^ = 0.5 is assumed. 

Fig. 4. Critical interaction parameter B* as a function of a) polymer size and b) external 
voltage. For all calculations 9 — 0.5 is assumed. 

Fig. 5. Relative mean passage time for the polymer with folded configurations as a function 
of the polymer size: a) B — 0.1; and h) B — 10. For all calculations 9 — 0.5 is assumed. 
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Figure 3. Kotsev and Kolomeisky 
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Figure 4a. Kotsev and Kolomeisky 
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Figure 5a. Kotsev and Kolomeisky 
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Figure 5b. Kotsev and Kolomeisky 



